
On 12/20/63 Mr. E. J. GALLAGHER, FBI Laboratory, 7 
called and referred to a submission submitted to the ' 

• Laboratory by ©ur letter. of 12/13/63, which included 

paraffin, a bottle of water, etc. He said item 5 was a 
bottle of tap water. This bottle of water was broken in 
transmittal and he requested that we furnish them another 
bottle on 12/21/63. 
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